Clean Energy Future Committee 


Date: Friday November 22, 2019 
Time: 8:00 a.m. 

Location: Lyons Hearing Room, Arlington Town Hall 

Agenda 

1. Review & Approve Minutes from the 10/25/2019 meeting 

2. Finalize retreat schedule 

3. Update & discussion on Net Zero Planning 

a. Greenhouse Gas Inventory 

b. Draft measures to reduce GHG emissions from buildings 

4. Meeting schedule: can we meet Dec. 20 instead of Dec. 27? 


